January 14, 1955 


To Whom It Hay Concern: 

The Scott County Library Board is considering the purchase of 
an insulated 4-drawer, legal size file with lock. I have been 
instructed by the Board to get < yC~ rsttbl ih lree (3) bids on the 
above Mentioned item, $e 
listed below in order t 
needs and budget. 

4-drawer, insulat ed, 

4-drawer, iij :al s 





30 \^( 


like bids oK'the three styles 
imake a choice to best fit our 

bearing S K in a 7 hour, label 
bearing S M in a 1 hour label 


4-drawer, 

underwaters 


|1 size delux insulated file bearing 
el and S M in a 1 hour label. 


Inish. 


*ours very truly. 


Elizabeth B. Hage 






V. 



ShawMalker 


SOLE DISTRIBUTORS 
OF OFFICE EQUIPMENT 
BEARING THIS SYMBOL 
OF LIFETIME SERVICE 




ZOECKLER’S 

DISTRIBUTORS OF 

OFFICE FURNITURE AND SUPPLIES 

SINCE 1895 

DIAL 7-5229 322 BRADY STREET 

DAVENPORT, IOWA 

January 17,1955 


SHAW-WALKEB 
FILING CABINE1 
DESKS 
SAFES 

FILING SYSTEIjJ 
FILING SUPPLIf 


Scott County Library, 

Eldridge, Iowa. 

Gentlemen: Attn. Elizabeth B. Hage, Librarian. 

In accordance with your request, dated January 14, 1955, we are 
pleased to quote on the following Shaw Walker Insulated 4-Drawer 
Legal Fire Files: 

#4071 Legal File bearing S.M.N.A. Label certifying 

that it meets the specifications for One Hour 
orotection as we 11 as the Underwriters 1 * ,r D ,f 
Label .$202.50 

(The ”D” Label indicates that these Fire-Files 
were not subjected to Underwriters’ Drop Test. 

However, these Fire Files meet all Federal 
Government requirements for Fire, Explosion 
and Thirty-Foot Drop Test. 

Federal Government Drop Test requires only that 
records be in usable condition after test. 

Underwriters’ Test requires that records be in 
usable condition and specifies certain limits 
to the structural deformations of the filing 
cabinet which may occur due to the drop.) 

#4061 Legal File bearing S.M.N.A. Label certifying 

that it meets the specifications for One Hour 
protection as well as the Underwriters’ "C” 

Label .$230.75 

(The Underwriters’ ’*0” Label certifies that the 
Shaw Walker Fire File has been tested and approved 
by the Underwriters’ Laboratories. It is 
principally distinguished from lesser classifications 
by the fact that it has passed the Fire-Impact- 
Reheat Test which includes a free-fall of thirty 
feet.) 

Thanking you very much for the opportunity to quote on the above 
files and hoping that we may be favored with your order, we remain, 

Very truly yours, 

ZOECKLER’S 

B y (L 



Net 



Net 








February 24, 1955 




Zoeckler*6 
322 Brady Street 
Lavent'ort, Iowa 

Centlemem Attn, C.E. Zoeckler. 


•?hls will inform you that at its reg ular mbefcld lg last night, the 
Scott County Library Board considered the infof^htion and quota¬ 
tions it had received from threp<ll£ferent firms\^hr a C label one 
hour, four drawer, with lock, file and wound your orice 

to be the lowest, and ther-f^r^r the cvfiq accented by the board. 


I have been authorized by\t 
Some time next week I shall 





come in and see you about it. 


Yours very truly. 


Elizabeth B. Kage 






The FILE for the MODERN OFFICE 



Factories, Home Office — Muskegon, Mich. 


No. 4070 

Cut away sect 
show thick, m 
reinforced insula 


1890-1909 - Wood Files 
1910-1936 - - Steel Files 

Today — - Fire-Files 


• Your letters, orders, contracts and 
other records can burn tonight. 

• Whenever fire strikes, it quickly burns 
records in non-insulated steel files. 

• 43% never reopen after fire because 
some records or all are destroyed. — 
28% more close within two years. 

• It can’t happen to you if you Fire-File 
all of your records. 

• Each Fire-File drawer is an individual 
safe, heavily insulated to protect your 
records from fire. 

• Fire-File protection now costs only a 
few cents per thousand papers. 


Shaw-Walker 


































Point-of-Use Protection 
For Records of Every Size 


■■■ 









FIRE-FILE "60” 
for Records up 
5"x S) 3 // 
(page 133) 

For “Color 


FIRE PROTECTED CARD 
DESK, STANDING HEIGHT 
Provides 24-hour fire protection for 
card records 5", 6" or 8" wide 
(pages 242, 243) 


FIRE-FILE "60” 
Desk Height—a 
Desk Companion 
and Home File 
(page L27) 


in Your Office”, 4-Drawer height in Green, 


lower height in Silvertone 


FIRE-FILE "60” 
Triple-Duty Counter 
Files for records of 
almost any size 
(126, 128 to 13 L) 


FIRE-FILE "60” 
For records up to 
5"x 8" (page 132) 


N OT long ago fire protection for every business 
record was out of the question because ade¬ 
quate protection was available only in the form of 
safes. Shaw-Walker engineering and research 
changed this. Today Shaw-Walker builds fire pro¬ 
tection in several forms for records of every size. 

Practically all types of rated fire resisting con¬ 
tainers are pictured, described and priced in the 
pages of the Office Guide. Fire-Files, Fire Pro¬ 
tected Card Desks, Fire Protected Posting Tray 
Cabinets, Fire Protected Ledger Desks and Safes. 
There are 34 stock models all carrying Certified 
Protection and S.M.N.A. labels. 

Shaw-Walker will supply you with whichever 
insulated container is most suited to accomplish 
your purpose — and fit your budget. 

Your Shaw-Walker representative is prepared to 
assist you, (1) in deciding which of your records 
should be protected, and (2) selecting the proper 
Fire-File container. Call him. 

All pages mentioned on this sheeL refer to the Shaw-Walker 
Office Guide which will he reprinted shortly. 


INSERT DRAWERS 
Fire Protection for cards, 
checks and documents 
(pages 128 to 130) 


FILE 


A Card Desk to protect records of 
all sizes up to 5" x 8' (pages 78) * 


FOR SMALL 
RECORDS 


FIRE 
TRAY CABINETS 


Cabinets of sizes to 
house cards or sheets 
of any dimension from 
8"x5" to 12"x20%". 


Desks for machine posted records 
of all sizes up to 11" xl5" 

(pages 238, 239) 


Cross-File Trays, all 
card sizes (page 131) 


Fire-Files and all other 
I Shavv-Wal ker fire- 
protected items includ- 
I ing Executive Safes 
bear these two labels. 
For their meaning turn 
to page 125. 




























































Fidlar & Chambers Co. 


PRINTERS « LITHOGRAPHERS • BOOKBINDERS • 


BOOKBINDERS • STATIONERS 

DAVENPORT, IOWA 


118-120 EAST FOURTH STREET 


January 25, 1955 


€ 


Miss Elizabeth B. Hage 
ScottCounty Library 
Eldridge, Iowa 

Dear Miss Hage: 

Thank you for your letter of January 14 asking for quotation on an in¬ 
sulated 4-drawer, legal size file with lock. 


m 


Enclosed is a catalog sheet of the Guardsman-Valentine Safe Co. des¬ 
cribing their "Flame-Guard" drawer file. They make this in two insula¬ 
tions, thus using a "C" and a "D" Libel. Both cabinets carry Libel 
certifying that the file has been tested for one hour with a furnace temper¬ 
ature reaching 1700° . The "C" Libel also indicates th^t it h_.s withstood 
the explosion and 30 ft. Drop Test of the Underwriters' Laboratory. 

Please notice the eleven descriptive points on the catalog page. The 
drawer dimensions are circled in red. Notice the weight is 800 pounds. 

With the "D" label, that is, a label certifying that th^ file has been tested 
for one hour with furnace temperature reaching 1700 , we quote you a 
price of $210. 00. 

On the "C" label, which is the same fire test and also the explosion and 
30 ft. Drop Test, we quote you the price of $225. 00. 


These prices are F, O. B. factory. 


The manufacturer advises us that there is no 4-drawer insulated file 
with a Safe Manufacturers' label in a one-half hour label. 

We are also able to offer you insulated files of other manufacturers bearing 
Safe Manufacturers' label. However, these are subject to fair trade laws 
and necessitate slightly higher quotations than we have made you and we 
recommend the purchase of the file quoted. 

We hope that we may be of service and will be glad to give your order our 
very best attention. If we can furnish you any further information please 
let us know. 


Yours very truly, 



W \ ll-wi -»• XT' C* 





February 24, 


1955 


T'r. Wilbur F. Cannon 
'"Ifilar & Chambers Co. 
113 Fast Fourth Street 
Dev errort, Iova 


Dear Mr. Cannon: 

Than}: you very much for the informat ion and uj idtations on fir© 
nroof files which you sent us January 25 » — Sue: to had weather 
on the night of the regular January meeting Scott County 

Library Foard, there was no moe^ii^stherefore tm^irst op¬ 
portunity which the hoard hfxl/m^corf^iver the bids on the file 
was last night at its Februarymeetir 


' e regret to inform you tha>t\anotl 
and therefore accepted. Lhes^PAJ 
much your interest in —the matt* 



)id wee found to be lower, 
however, appreciates very 


Yours vary truly, 


Elisabeth B. Kage 





The File With A 

Settle o£ 1R>eAfc04t4i&ititty' 


ACTUALLY A SAFE WITH DRAWERS- 

-NOT MERELY A FILE WITH INSULATION! 


"C" Label "D" 
Inside Drawer Dimensions- Letter Size Lette 
1014" H. 12-3/16 W. 25*4" D. 25 3 / 

C ^Inside Drawer Dimensions- Legal Size Lega 
10Vi" H. 1514" W. 25V4" D. 25 3 / 


TWO GRADES 


UNDERWRITERS' LABORATORIES CLASS "C" LABEL 
UNDERWRITERS' LABORATORIES CLASS "D" LABEL 


"C" LABEL 

This label certifies that this file has 
been tested for 1 hour with furnace 
temperature reaching 1700° and also 
has withstood the explosion and 30 ft. 
Drop Test. 


"D" LABEL 

This label certifies that the file has 
been tested for 1 hour with furnace 
temperature reaching 1700°. 


1. Insulated Between Each Drawer, Making 
Each Drawer a Separate Safe. 

2. "A" Grade Insulation — Reinforced. 

3. Heavy Ball Bearing Extension Slides. 

4. Positive Lock Compressor. 

5. Chrome Hardware. 

6. Smooth Baked Enamel Finish - 
Green or Grey. 

7. With or Without Casters. 

8. Thumb Latch on Each Drawer. 

9. Lock Detachable on Individual Drawers 
and Re-attached as Desired. 

10. Combination Lock Optional. 

11. Cross Trays for Card Filing 


4 LF 4 Drawer Letter .. 725 lbs. 
52%" H. 18"W. 31%" D. 


Sfrecc^cca U<m<x 


2 LF 
27% " 


2 Drawer 


4114" H. 21-1/16" W. 31%" D. 


2 CF 2 Drawer Legal .. 500 lbs. 
27 %" H. 21-1/16" W. 31 %" D 


3 LF 3 Drawer Letter .. 650 lbs. 
4114" H. 18" W. 31 %" D. 


PiiirluJ - in U. S ’ . 'A. 



























February 24, 1955 




Mr. "Ralph W. Horn 
Remington Band Inc, 

313 West Third St. 

Davenport, Iowa 

Drar Mr. Horn: 

\t its regular meeting last night 
carefully considered the tlir^e 
on a fire proiJf file. I 
lower than yours on the C 
sidered. 


/I 


reg: 


7ho Hoard instructed me to 
inform' -tion and vhibh 





the Scott Co'dj^tjr Lihr'ry Board 
ciuotutionsNuiey h- d rocelved 
rxn you that another hid was 
file, which is what they con- 


sincere appreciation for the 
furni9hed. 


Yours very truly. 


Elizabeth B. Hage 





